5/20/72 


ilr. Jiill i'’ielda 
mil w 11 
4955 A'indell Jlvd. 

3t. -Liouia, iiO, 65100 

5 -, ■ ^ ’ 

Dear ir, i'iolds, 

Tlianky for your Iwttei’ of tlie 16th« If you've ra.de it since* 1949» tiuit is a pretty 
{jood truck itjcord aud I'n lookini; forv/ard to tlie lay 7 sliow oven noi*e, ii.s 1 ho^ was 
clear, my only question was about racism (anti-black ratlier than anti- Oomitic), tliat 
has been resolved, and I'll be there. I do appreciate your Liuldai^ it iJos^ible for me to 
yet theix) a day early because there are some t1iin(js I'd like veiy much to talce up with 
liev, -i>evel off the air, thing's tliat can't be aired v/itliout the danger of in. ocents 
being killed, i’liere is elliptical reference to tliis in Fil/d-iL-UP, 

You wei-c going to send mo liis address but you forgot. I'd ap/irociato it, I'd like 
to write aud an*ange tliis with 1dm, 

I understand from Jerry tliat you liavo asked Doubleday to send mo I'i’anl^'s book 
do I cun read it prior to tlie ohoif, I do appreciate* tliat. (Wo met when 1 confi'onted 
Bill huie and Judge Dv/yer in how York, *ie was with them.) 

'fho literature accompanying your letter indicates you'd liavo no iKissibility of 
putting souetliing in tlie can for the future, but if there* is any other show at the 
station tliat would like to do tliia, please fool free while I'm tliere, lidiide from uy 
work o|l the JFK assassination, I've had a fair amoiint of e:q>cric;nce with the Freedom 
of Infbr ation xiCt, 1 believe I am the first writer to liave sued under it, » 

It aiiould bo aai interesting program, idiko you, I'm looking forward to it. 




Boot regards. 


Harold Ueisberg 


